Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/1/2010 12:54:30 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: [none] 


Glad I asked. Thanks. 

Stephen 

Stephen Lobi k 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(C) 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 
--Original Message-- 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Wednesday, December 01, 2010 6:59 AM 
To: Lobik Stephen 
Subject: RE: [none] 

No, in the Lab next door N245. 

Jim 


--Original Message-- 

From: Lobik Stephen [mai1 to:si obik@faci 1.umass.edu] 

Sent: Tuesday, November 30, 2010 3:18 PM 
To: Hanchett, James (DPH) 

Subject: FW: [none] 

Jim, 

Pi ease refresh my memory. Is the server and other computer hardware 
going in your office N247? 

Thanks, 

Stephen 

Stephen Lobi k 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(o wmmrntm I 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 

-Original Message- 

From: Robert Simpkiss [mai1 to:rsimpkiss@ureach.com] 

Sent: Tuesday, November 30, 2010 3:12 PM 
To: Lobik Stephen 
Subject: Re: [none] 

ok my men will be there at 8am to start the cable pulls. If we 
don't have the 1ocation of the rack we will make them long 
enough to go any were in the room. 

Robert Simpkiss JR 
RGS Communications Inc., 

21 Wi1braham St. Suite 102 
Palmer, MA 01069 
413-283-2882 ex 111 phone 
413-283-5436 fax 



Folk OIG PRR 095851 








- On Tue, BO Nov 2010, Lobik Stephen (slobik@faci1.umass.edu) 

wrote: 

Bob, 

I will be around tomorrow. I have an 11:00. Call me if you 

need me to 

stop by the site. 

Stephen 

Stephen Lobi k 

Capital Project Manager 

Faci1ities & Campus Pianning Divisi on 

University of Massachusetts 

(T) 413-545-6516 

(C) 

(F) 413-545-3684 
si obik@faci 1 .umass.edu 


Folk OIG PRR 095852 



